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from a dosing tank into several tanks in sequence.   Some idea
of it may be gathered from Fig. 19.
Patent No. 749,445, to the same inventor, is for the same

Fig. 19.    Dosing siphons of S. X Miller, 1902.
purpose.   This is a very meritorious device.   The first two
claims are as follows:
" 1. The combination with a liquid tank or receptacle, of a
series of trapped siphons for emptying the same, and means
operating at the time of the flow of one of the siphons for refill-